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ER~1~2638(a) 


wy 


(26 September 1950 


STA 


Thank you for your letter of 22 September expressing your in- 
terest in employment with ae Shapes Intelligence Agoncy, ani fer 
the personal greetings frou Ur. Keane. 


Enelosed are forms for an: plication for employment and Personal 
i ane A Statements. Tf i i 
each of these forms sa 
sion, 21,30 : & Street, § Hei ey * 
your application consideration in eoaesti on with any vacancies 
which we may have for which your qaalifications are suited. 


Again, thanking you for your interest in this Agency I remain 


Sincerely yours, 


wriers + deg pl te 4 # (_ Vey 
Re He HILLENKOBTTER 
Rear Admiral, USN 
Director of Central Intellicence 
& 


2: ast) sels. 
Enel 1 — Porm ST (in trip.) 
Enel 2 = form 35-1 Cin trio.) 


E?NG:laq (26 Sep 50) 
Copies to: 5 
Chief, Pers Div, Adm Staff (w/-tree ) 
/Signer 
Exec. chrono. 
Central Records 
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